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Message Text 


UNCLASSIFIED 

PAGE 01 ABU DH 03088 180859Z 
21 

ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 /030W 

024425 

R 180655Z NOV 76 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5210 
AMEMBASSY KUWAIT 
AMEMBASSY TEHRAN 
AMEMBSSY ATHENS 
AMEMBASSY MANAMA 

UNCLAS ABU DHABI 3088 

USDOC PASS CAGNE AND MAJOR PROJECTS GROUPS 

ATHENS FOR RTDO 

E.O. 11652: NA 
TAGS: BTIO, BEXP, TC 

SUB J : FOREIGN GOVERNMENT TENDER-SEWRAGE PUMPING STATION 

1. 520/01/0007 

2. 100676 

3. AM B ARARAT 

4. 520 - THE UNITED ARAB EMIRATES 

5. N 

6. A. TENDER DOCUMENTS MAY BE OBTAINED FOR A NON-REFUND ABLE 
FEE OF 15000 DIRHAMS (1 $ EQUALS 3.94 DIRHAMS) FROM 

6C. SEWERAGE PROJECTS COMMITTEE, PO BOX 3487 FAY AD BLDG, 
HAMDAN STREET, ABU DHABI, UAE 

OR: JOHN TAYLOR & SONS, ARTILLERY HOURSE, ARTILLERY ROW, 
LONDON SW1P 1RY, UK. 

7. SEWERAGE PROJECTS COMMITTEE CONTRACT NO 1 1 1 

8. 31ST JANUARY 1977 18:00PM 
9.201 

10. 99173 02/03 

INVIATATION TO TENDER READS AS FOLLOWS: QUOTE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ABU DH 03088 180859Z 
GOVERNMENT OF ABU DHABI 
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SEWERAGE PROJECTS COMMITEEE 

CONTRACT NO 1 1 1 - NORTH EASTERN AREA TRUNK FOUL SEWERS 
PUMPING STATION 2/5 TO PUMPING STATION 2 

TENDERS ARE INVITED FROM EXPERIENCED CONTRACTORS FOR THE 
EXECUTION OF THE FOLLOWING WORKS IN ABU DHABI: 

I. THE CONSTRUCTION OF THE SUBSTRUCTURE AND SUPERSTRUCTURE 
OF THREE PUMPING STATIONS, TOGETHER WITH VARIOUS ANCILLARY 
BULDINGS AND SITEWORKS. 

II. THE CONSTRUCTION OF A FOURTH TEMPORARY PUMPING STATION 
AND ITS SUBSEQUENT CONVERSION TO A GRAVITY MANHOLD. 

III. THE SUPPLY AND CONSTRUCTION OF APPROXIMATELY 9 KM OF 
GLASS RIINFORCED PLASTIC TRUNK FOUL SEWER VARYING FROM 

900MM TO 1800MM DIAMETER COMPLETE WITH MANHOLES AND CHAMBERS. 

IV. THE SUPPLY AND CONSTRUCTION OF PPROXIMATELY 26KM OF VITRIFIED 
CLAY INTERCEPTOR SUBSIDIARY AND LATERAL FOUL SEWERS VARYING 
FROM 100 MM TO 500MM DIA. COMPLETE WITH MANHOLES AND CHAMBERS. 

V. THE PROVISION AND ERECTION COMPLETE OF ALL MACHINERY PLANT 
AND ELECTRICAL GOODS FOR THE FOUR PUMPING STATIONS. 

TENDER DOCUMENTS MAY BE PURCHASED BY SUITABLE FIRMS OR THEIR 
AGENTS FROM 15TH NOVEMBER, 1976 ONWARDS FROM EITHER THE SEWERAGE 
PROJECTS COMMITTEE, PO BOX 3487, FAYED BUILDINGS, HAMDAN STREET, 
ABU DHABI, ON PAYMENT OF 15000 DIRHAMS OR FROM 
JOHN TAYLOR AND SONS, ARTILLERY HOUSE, ARTILLERY ROW, 

LONDON SW1P 1RY, ON PAYMENT OF 2500 POUNDS STERLING. 

TENDERS SHOULD BE DEPOSITED AT THE OFFICES OF THE 
SEWERAGE PROJECTS COMMITTEE IN ABU DHABI NOT LATER THAN 
1800 HOURS ON MONDAY, 31ST JANUARY 1977. UNQUOTE. 

10B. PROJECT CONSULTANT JOHN TAYLOR & SONS HAS 
INFORMED EMBOFF THAT APPROXIMATE VALUE OF THIS TENDER 
IS $75 MILLION. 

1 1 . TO BE FINANCED FROM ABU DHABI DEVELOPMENT BUDGET. 

DICKMAN 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 NOV 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ABUDFI03088 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760430-0371 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 976/newtext/tl 9761 137/aaaabfmz. tel 

Line Count: 93 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: powellba 
Review Comment: n/a 
Review Content Flags: 

Review Date: 26 JAN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 JAN 2004 by chicheje>; APPROVED <08 DEC 2004 by powellba> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER-SEWRAGE PUMPING STATION 
TAGS: BTIO, BEXP, TC 
To: COM 
Type: TE 
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